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Rutgers University was chartered as Queens ~ 
College in 1766 and changed to Rutgers in £ 
1825. It was the eighth college founded in the °. 
American Colonies. Queens Building shown < 
on this card was erected in 1808 and is the ^ 
oldest building on the campus. 
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NB-7 —Kirkpatrick Chapel and Queens Building, Rutgers University, New Brunswick, N. J. 
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